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I. WHO HAS DEVELOPED, PATENTED, AND 


ALWAYS MANUFACTURED THIS MICROPHONE? 


The Georg NEUMANN Laboratories (founded 1928), West Berlin, 
Germany, developed and have always manufactured the U-47, M-49b, 


SM-2, and KM series of condenser microphones. All have the name 
NEUMANN, the model and serial number. 


2. WHAT IS THE BIG NEWS? 


The NEUMANN nome-plote now assures you of same day repair 
service by the direct factory representative. Now all repairs are 
made in the U.S. by factory trained technicians using genuine 
NEUMANN ports and factory authorized resealing with a 6 month 
warranty as a new microphone. 

The name NEUMANN on your microphone now means U.S. standard 
A.C. plug and audio connector, fuse and pilot light os ORIGINAL 
equipment. 

From now on, look for the NEUMANN name-plate on your new 
condenser microphone. 

ALL NEUMANN MICROPHONES ARE NOW SUPPLIED WITH A 
FULL ELASTIC SUSPENSION (as illustrated) AS ORIGINAL 
EQUIPMENT AT NO PRICE INCREASE. 

Available separately $37.50 


Laboratories trademarked products are exclusively repre- 
sented and serviced in the U.S.A. and Canada by 


(Mal 


2 WEST 46TH STREET, NEW YORK 36, NEW YORK 
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